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Standard 14-5. 
Mercury discharge lamps, 9-Focus 9. 
Monopolies report, action taken, 26-9. 
Motorway catenary system, 26-3. Photo- 
electric controls, 9-Focus 32. Preventing 
fluorescent flicker, 30-13. Radiant light 
system, 14-11. Reappraisal of codes of 
practice, 9-Focus 14. Research at Capen- 
hurst, 23-71. 
Shopowners prosecuted, 21-11. Sodium 
discharge lamps, 9-Focus 3. Speed and 
safety, 9-Focus 21. 

Little Neddy: 
Imports problem, 30-4. Prospect for 
electrical manufacturers, 27-3. Value-added 
tax, 32-8. 


Magnetohydrodynamics: 
Hope for electrical generation, 8-48. Japan 
research, 25-14. 

Magnets: 
Beam transport units at Rutherford, 24-63. 
Superconductivity type, 11-11. Titanic alloy 
types, 17-11. 

Maintenance: 
IPC company planned maintenance scheme, 
17-9. 

Manufacture: 
Japanese activities, 24-74. Production down 
in 1st quarter, 27-7. 

Materials: 
Glass and ceramics, applications, 19-65. 

Measurement: 
Broadland ammeter, 10-10. Remote tem- 
perature technique, 18-13. Single-phase 
energy meters, 29-48. Wattmeter for 
Nimrod magnet, 23-23. YEB meter testing 
station, 23-59. 

Mergers: 
DTL taken over by Parsons Peebles, 13-3. 
GEC Power Engineering redundancies, 32-3. 
GEC-EE closures, 12-4. GEC-English 
Electric outlook, 8-3. Interview with 
Arnold Weinstock, 27-48. 

Merseyside and North Wales EB: 
New administrative centre, 24-6. Sales in 
68/69, 9-5. Two-tier structure problem, 
32-3. 

Metal Treatment: 
ESRT, 28-13. Plasma torch. 28-13. 

Metvication: 
Slow progress in construction industry, 13-5. 

Midlands EB: 
Deposit scheme criticised, 22-6. 

Ministry of Public Building and Works: 
Engineering specification issued, 12-3, 68. 
Specifying building components booklet, 


Ministry of Technology: 
Electric motor shortage, 7-3. Organisation 
and authority of supply, 18-4. Takes over 
Ministry of Power, 15-3. 


Motors: 


Ball motor developed by NEL, 8-12. Cooled 
by gas, 30-13. Demag motors available in 
UK, 23-6. International starter standard, 
25-43, 26-29. Inverter-fed machine, 8-11. 
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People: 


7-9, 8-9, 9-10, 10-8, 11-10, 12-9, 13-9, 14-8, 
15-11, 16-10, 17-10, 18-12, 19-12, 20-12, 
21-12, 22-11, 23-11, 24-12, 25-10, 26-10, 
27-10, 28-10, 29-12, 30-10, 31-8, 32-11. 


Plant Repair: 


Mechanical repairs, 25-Focus 3. Resin 
systems for electrical repair, 25-Focus 13. 
Rewinding facilities and techniques, 25- 
Focus 9. Test and testing instruments, 
25-Focus 17. 


Pollution: 


Air pollution, supply industry spending, 
32-50. Calculating levels by computer, 9-11. 


Power Stations: 


CEGB gets approval for 10 GW plant, 19-5. 
Computer control, 16-67. Cooling water 
discharge, 30-49. Costs of nuclear and coal, 
19-57. Efficiencies, 1968/69, 29-4. Future 
orders, 28-47. Future stations, 28-47. 
Heysham or Drax Il?, 29-4. Inverkip 
inquiry, 15-3. Inverkip site favoured, 12-5. 
Inverkip tenders, 11-4. 

Longannet, 21-67. New Scottish station, 
8-3. Overhaul systems by CPA, 20-65. 
Relining Bankside chimney, 12-11. 





IV 


Products & Appliances Launch: 
7-11, 8-13, 9-13, 10-13, 11-15, 12-13, 13-11, 
14-13, 15-15, 16-13, 17-15, 18-15, 19-15, 
20-13, 21-15, 22-15, 23-15, 24-14, 25-11, 26-11, 
27-15, 28-15, 29-13, 30-14, 31-13, 32-15. 
Protection: 
Devices for press brakes, 30-9. E.L.C.B’'s 
and p.m.e., 14-9. Flame arresters, 21-77. 


Rationalisation: 
GEC Power Engineering, 32-14, 37. Nuclear 
group changes, 28-5. Parolle reorganisation, 

Readers’ Views: 
Earthing, 31-12, 32-12. Earthing practice, 
28-11. Earth leakage circuit-breakers, 28-11, 
12, 31-12. Site supplies, 27-12, 28-11. 
Storage radiators, 27-12. 

Rectifiers: 
New static converter, 7-52. 

Reports: 
Area Board, 16-65. CEGB, 16-67. EC and 
CEGB, 16-69. Electrical adviser to Home 
Office, 1968, 21-5. ESCOM, 1968, 15-69. 
FPA on electric blankets, 20-5, 22-55. 
HM Chief Inspector of Factories, 1968, 15-10 
HM Chief Inspector of Mines and Quarries, 
1968, 26-31. HM Inspector of Mines, 8-52. 
Home laundry equipment, Which report, 
20-6. IEC No. 34 rotating electrical 
machines, 28-20. IES on industrial flood- 
lighting, 9-12. Joint Fire Research Organisa- 
tion, 1968, 19-60. MPBW (M&E) No. 5 
Installations for homes, 20-56. MPBW 
Specifying building components, 24-7. 
NRDC annual report 1968/69, 16-4. OECD 
on world supply industry, 23-68. Ontario 
Hydro, 1968, 22-55. Richardson, heavy 
plant manufacture, 18-3, 20-3, 5,69. Socket- 
outlet numbers, Building Statistical Services, 
21-9. 
Snowy Mountains annual, 19-67. Supply 
industry 1968/69, 15-60. UKAEA for 
1968/69, 15-67. UN, Effect of discharging 
cooling water on marine life, 30-49. 

Registrar of Restrictive Trade Practices: 
Conditions of sale registrable, 23-5. 

Research: 
Aluminium connections, 22-23. Area boards, 
16-65. BASEEFA to extend testing, 13-8 
Berkeley nuclear laboratories, 31-37 
Building Research station projects, 17-8. 
Capenhurst work, 18-46. Effect on heating 
sea, 15-66. Electrochemical machining, 
32-13. Electrostatic generators rated 
60 MW, 11-11. 
Ensuring safety in flammable atmospheres, 
15-70. ERA review of progress, 16-71. 
Flameproof tests at SMRE, 31-36. Govern- 
ment support for university training, 16-9. 
Hay drying trials, 31-5. Heriot-Watt 
university, 24-66. High voltage laboratory 
at Borough Polytechnic, 27-9. 1 MV 
electron microscope for Harwell, 15-13. 
International research body formed, 15-5. 
King's College, 12-65. Lighting levels, work 
at CERL, 23-71. Magnet materials, Wolfson 
Centre, 26-25. Making silicon carbide 
fibres, 12-57. New underwater drill, 29-17. 
NRDC progress, 24-65. 


Position of condensers and cooling water, 
10-9. Post Office special purpose equipment, 
12-67. Reyrolle laboratory, 29-5. Strath- 
clyde university, 20-66. Test facilities for 
superconductivity coils, 27-11. Unipiece 
machine, 23-69. 

Rotating Plant: 
Cooling methods, 19-63. Design, thermal, 
19-21. Plea for simpler standard, 15-66. 


Safety: 

Hazards in swimming pools, 17-13. 
Industrial safety, 16-61. 

Scottish Joint Industry Board: 

Approval granted, 18-3. Delays on setting 
up, 7-3. Progress towards formation, 28-3. 
Scheme outlined, 9-3. 

Selective Employment Tax: 

Applicable to area board showroom staff, 
30-5. 

South Eastern EB: 

District re-organisation, 22-6. Tariff cuts, 
21-6. 

South of Scotland Electricity Board: 
Cheap industrial tariffs, 15-5. German loan, 
17-4 

South Western EB: 

Integrated office building planned, 26-6. 

Substations: 

Computer control scheme, 10-45. 

Superconductivity: 

New materials available, 23-23. 

Supply: 

Capital spending until 1972, 24-6. CEGB 
discloses nuclear prospects; 16-7. CEGB 
Transmission Group move, 31-3. Changes 
in UK Authority, 30-3, 39. Collaboration 
with manufacturers needed, 17-63. EPEA 
and NALGO pay claim, 23-5. ICI seeking 
low tariff, 27-7. Industrial employees pay 
rise, 20-5. 

Pay rise agreed for technical staff, 26-5. 
Power cuts necessary, 24-5. Report for 
New Zealand 1968/69, 14-10. Reports of 
Electricity Council and CEGB 1968/69, 
15-60. Rise in CEGB test discount rate, 9-5. 
Sales promotion in Scotland, 24-71. SF, 
275 kV substations commissioned, 20-7 
Shambles automatic buoy, 24-70. 

Tariff cuts by Seeboard and Eastern EB, 21-6. 
US generation costs, 23-70. World Bank 
grants 1968/69, 13-4. World survey, 23-68 

Switchgear: 

Aluminium busbars for m.v. gear, 10-40 
Brown Boveri tenders for 275 kV metalclad 
substation, 29-5. Crouzet progress in 
microswitches, 28-54. French 245 kV SF, 
gear, 12-11. New contactor standard, 7-41, 
43. SF, 275 kV substation commissioned, 
20-7. 

Tenders withdrawn for London SF, gear, 
13-4. Vacuum circuit-breakers, 7-49 
Vacuum contactors, 17-56 


Tariffs: 
Cut by area boards forecast, 15-3, 59. Floor 
warming tariff problems, 16-3. ICI requires 


low cost, 27-7. Need for revision, of m.d. 
tariff, 15-55. Night and day for all con- 
sumers, 18-3. North Eastern EB White 
Meter rate, 17-3. SSEB cheap industrial 
tariff, 15-5. 


Testing: 


ASTA links with Europe, 11-4. Laboratory 
in Hong Kong, 22-7. Laboratory in South 
Africa, 22-23. Loss-measuring for small 
transformers, 24-75. Non-destructive test- 
ing techniques, 24-21. North Eastern EB 
facilities, 14-11. 

Performance of sphere gaps, 16-58. Tensile 
testing of metal, 17-11. Test frame for ships, 
14-12. Trigatron gap in transformer test 
circuit, 31-39. Turbine automatic control 
system, 24-22. 


Thyristors: 


Accelerated cathode excitation type, 19-67. 
Generator excitation, 22-54. High voltage 
units developed, 10-9. Switching-off 
method, 30-13. Zero current switching, 
18-13. 


Trading: 


BLI name change, 11-3. BOT to assist 
exporters, 20-9. Brown Boveri tender for 
Foyers scheme, 10-5. Dumping insulators, 
Australia, 20-5. Dumping transformers, 
10-3, 17-4, 22-5, 28-4. Falks emphasis on 
lighting, 21-9 

GEC-AEI take over, 11-9. India forms 
electrical consortium, 29-10. Italian washing 
machine imports, 28-3. Purchasing heavy 
electrical plant, 20-69. Raydex folds up, 
29-3. Reyrolle Parsons Automation formed, 
20-9. Reyrolle Parsons International formed, 
31-3. VAT, boost appliance sales, 25-7. 


Transformers: 


Dumping in Canada, 10-3, 17-4, 22-5, 28-4 
Oil purifying, 19-13. Open-circuit loss 
measurement, 24-21. Rating on hot spot, 
10-9. Savings with aluminium foil, 28-4. 
Synthetic cooling liquids, 13-55. Testing, 
20-68, 31-39. Use of Pyroclor, 15-22. 


Transmission: 


Absorbing MVA by tap staggering, 30-50. 
Glass fibre cores for lines, 28-14. Live line 
working at 400 kV, 13-58. Mobile bridge 
for maintenance, 21-22. Waveguide trans- 
mission system, 15-13. 


Transport: 


Electrification, Southern Region extensions, 
24-9. Modified pantograph for British Rail, 
29-17. Rail electrification, call for more, 
23-68. Single overhead line for traction, 
28-13 


Ultrasonics: 


Applications, 7-45. 


Yorkshire EB: 


Earthing policy, 27-55, 28-57, 32-43. Meter 
testing station, 23-59. 
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